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TACAN equipment, 8-24 
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AFTS, 6-7 to 6-9 
AFTS system, 6-16 to 6-17 
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multiplexing equipment, 6-17 to 6-18 
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RFCS, 6-7 
RFCS receive system, 6-14 to 6-16 
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equipment repair and maintenance, 
6-27 to 6-28 
facsimile, 6-19 to 6-26 
Alden 519M(T)-BA Marine Radio 
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6-23 
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facsimile (TDF), 6-23 to 6-24 
facsimile recorder AN/UXH-2( ), 
6-22 to 6-23 
facsimile recorder RD-92( )/UX, 
6-22 
facsimile transceivers TT-41( )/ 
TXC-1B and TT-321A/UX, 
6-20 to 6-21 
frequency shift converter 
CV-172( )/U, 6-26 
keyer adapter KY-44( )/FX, 
6-24 to 6-25 
modulator MD-168( )/UX, 
6-25 to 6-26 
simplex facsimile system, 6-26 
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Teletypewriter and facsimile 
equipment—Continued 
low level teletype, 6-19 
TEMPEST, 6-26 to 6-27 
TEMPEST, 6-26 to 6-27 
Tenders and SIMAs, and repair ships, 
13-5 to 13-7 © 
Test equipment, 11-1 to 11-26 
additional test equipment management 
contacts, 11-21 to 11-22 
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11-21 to 11-22 
naval electronic systems command 
fleet liaison program, 11-21 
electrical/electronic test equipment index, 
11-2 to 11-3 
appendices, 11-3 
test equipment index sections, 
11-2 to 11-3 
electrical meters, 11-3 to 11-7 
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differential voltmeter (SCAT 4208), 
11-5 to 11-6 
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multimeters, 11-4 to 11-5 
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11-7 
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automatic test equipment, 11-14 
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octopus, 11-12 to 11-14 
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transistor tester (SCAT 4557), 11-12 
tube tester (SCAT 4548), 11-11 
general test equipment resources/ 
information, 11-20 to 11-21 
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representatives (FCTR), 
11-20 to 11-21 
shipboard TAMS management, 
11-22 to 11-26 
allowance lists for electrical/electronic 
test equipments, 11-26 
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Test equipment—Continued 
shipboard TAMS management—Continued 
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equipment (GPETE), 11-23 
managing test equipment, 11-22 
requirements for electrical/electronic 
test equipment, 11-23 to 11-26 
responsibility definition, 11-22 to 11-23 
special purpose electronic test 
equipment (SPETE), 11-23 
TAMS action news, 11-22 
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signal generators, 11-8 to 11-9 
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11-8 
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11-8 to 11-9 
test equipment management, 11-14 to 11-20 
Combat System Readiness Review 
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11-15 
Fleet Improvement Logistic Support 
Program (FILS), 11-15 to 11-16 
GPETE Assets Screening Program 
(GASP), 11-15 
GPETE Loan Pools, 11-15 
MEASURE, 11-16 to 11-19 
METER card, 11-19 
product format distribution, 
11-19 to 11-20 
Recall Schedules, 11-19 
Test equipment, automatic, 11-14 
Test equipment index sections, 11-2 to 11-3 
Test equipment management, 11-14 to 11-20 
Test equipment management contacts, 
additional, 11-21 to 11-22 
Test equipment resources/information, 
general, 11-20 to 11-21 
3-M Systems, 4-20 to 4-24, 12-1 to 12-3 
Time-division multiplexing, 5-13 to 5-15 
Top secret, 3-20 
Training, 2-1 to 2-19 
shipboard training organization, 2-1 to 2-3 
training responsibilities of the EMO, 
2-12 to 2-19 
advancement of enlisted personnel, 
2-18 
electronics training, 2-12 to 2-13 
shipboard instructor training, 2-13 


Training—Continued 
training responsibilities of the 
EMO—Continued 
sources of information on training, 
2-19 
training of operator personnel, 2-17 
types of Navy technical training, 
2-13 to 2-17 
training schedules and records, 2-3 to 2-12 
division drill and instruction 
schedule, 2-9 to 2-10 
long-range training schedule, 2-9 
monthly training plan, 2-9 
personnel advancement requirement 
(PAR), 2-10 
quarterly training plan, 2-9 
record of qualifications at battle 
stations, 2-10 to 2-12 
TYCOM required training, 2-9 
Training responsibilities of the EMO, 
2-12 to 2-19 
Training schedules and records, 2-3 to 2-12 
Training, sources of information on, 2-19 
Transfer switchboards, 5-32 to 5-33 
Transistor tester (SCAT 4557), 11-12 
Transmission, 3-22 to 3-23 
Transmission security, 3-23 to 3-24 
Transmitters, 5-33 to 5-34 
Trouble reports, 12-8 to 12-10 
Tube tester (SCAT 4548), 11-11 
TYCOM required training, 2-9 


Uhf antennas, 5-47 

Ultrahigh frequency, 5-54 to 5-55 
UMMIPS, 14-19 to 14-23 

Unit, 4-3 
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Very high frequency, 5-53 to 5-54 | 
Video and audio signal generators, 11-8 
Voltmeter, 11-4 

Voyage repairs, 13-3 
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Watch, Quarter and Station Bill, 1-12 
Weapon control radars, 7-11 
Whip antennas, 5-44 to 5-46 
Wire antennas, 5-43 to 5-44 
Work beyond capability of ship’s force, 
13-1 to 13-32 
availabilities, 13-3 to 13-11 
emergency tender availability, 13-3 
intermediate maintenance activity 
(IMA), 13-3 
parent tender/automatic availability, 
13-3 to 13-5 
regular overhaul, 13-3 
repair ships, and tenders and 
SIMAs, 13-5 to 13-7 
repair shops, 13-7 to 13-11 
restricted availabilities, 13-3 
technical availability, 13-3 
voyage repairs, 13-3 
electronic field engineers and technical 
assistance, 13-26 to 13-29 
mobile technical units, 13-27 to 13-28 
naval sea systems command 
detachments, 13-28 to 13-29 
fleet modernization program (FMP), 
13-30 to 13-31 
levels of ship maintenance, 13-1 to 13-3 
depot (shipyard) level maintenance, 
13-2 
intermediate level maintenance 
activity (IMA), 13-2 
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levels of ship maintenance—Continued 
organizational (shipboard) level 
maintenance, 13-1 
ship’s force maintenance and repairs, 
13-2 to 13-3 
miniature and microminiature electronic 
repair and certification program (2M), 
13-32 
naval electronic systems command fleet 
liaison program, 13-29 to 13-30 
naval shipyards, 13-11 
overhaul, 13-13 to 13-26 
complex overhaul (COH), the, 
13-19 to 13-20 
emergent essential repair requests, 
13-20 
non-PERA planned regular overhaul, 
13-18 to 13-19 
PERAs, 13-20 to 13-22 
PERA-planned regular overhaul, 
13-17 to 13-18 
ship superintendent, the, 
13-23 to 13-24 
shops, 13-24 to 13-25 
supervisor of shipbuilding, conversion 
and repair, USN command, 
13-25 to 13-26 
repair activities, 13-1 
ship repair facilities, 13-11 
support and test equipment engineering 
program (STEEP), 13-31 
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